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ALEX. MoHUGH, PRESIDENT. EDWIN DOLES, Oashier. 
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The Bagley Bank 

Bagley, Iowa, October 9, 1890 

Director of the U.S. Mint 
Philadelphia, Pa. 

Dear Sir: 

What would be the cost of obtaining $100 in gold dollars and would they be sent upon 
receipt and collection of our draft on New York? 

Yours truly 
Edwin Coles 
Cashier 



